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cellars, for the place was a very large
one. These angry men hired one of the
cellars, and pretended that they wanted
to store away a lot of wood and casks for
a time.

6.  But   the  casks  were   filled   with
gunpowder.    At last all the casks were
ready in the dark cellar the night before
King James was to meet Parliament in
the rooms above.    But who was to light
the   match   and   set   fire   to   all   these
casks ?

7.  The man who had first thought of
this cruel  plan knew a soldier named
Guy Fawkes, who feared nothing. He told
Guy what he wanted him to do, and Guy
said:   " Yes, I will do it."    So on the
night before Parliament met he hid in
the dark cellar, muffled in a long dark
cloak, and with a big black hat pulled
down over his eyes.

8.  He had a lantern to give him a
little light.    The next morning he would
light a very long match and then get